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ODISHA POWER TRANSMISSION CORPORATION LIMITED 
OFFICE OF THE SENIOR GENERAL MANAGER TRANSMISSION PROJECT & CONSTRUCTION 
1 st FLOOR , BIDYUT BHAWAN , JANPATH , SAHEED NAGAR , BHUBANESWAR 

Tel. - 0674 - 2546353, Fax : 0674 - 2547261 

NOTIFICATION 


The 17th August 2011 
No. 2346 (8 )—TR -WKL- IV - 208/ 2006 — In accordance with Section 164 of Indian Electricity Act, 2003 
and in exercise of the power conferred upon OPTCL vide Department of Energy, Governmentof Odisha Order 
No. 2353 — R & R - 11-10-2006 , dated the 9th March 2006 , the following Transmission Schemewhich the industry 
intends to undertake under the supervision of the Odisha Power Transmission Corporation Limited for execution 
are published for general information . It is also notified in the interest of general public that any person 
interested in making representation regarding the execution of the above Scheme, may submit such 
representation in writing so as to reach the Senior GeneralManager, Transmission Project & Construction , 
Odisha Power Transmission Corporation Limited , Bidyut Bhawan , 1st Floor, Janpath , Bhubaneswar - 751 022 
within twomonths from the date of publication of this notification . Full details of the Scheme and Plan may 
be seen in the office of the concerned Executive Engineer (Elect.) as mentioned against the work on any 
working day during office hours : 


Si . 


Name of the 
work and scope 


Name of the villages 

in which the line 


Perceived 
benefit that 


No. 


Tentative 

Name of the 
estimated amount Assistant General 
( Rs. in lakh ) Manager to be 

contacted 


will pass 


may accrue 


1 


2 


3 


4 


5 


6 


1 


24,85,99,436 


Assistant General It will facilitate the 
Manager (Elect.), setting up of the 
EHT Construction industry, which 
Division , Jaypore . will benefit the 

State in general. 


Construction of 220 KV D / C line Laxmipur, Kanimusa , 
from proposed 220/132 KV Grid Barasanka, Chillsanka , 
Substation at Laxmipur to the Bandlkar, Bhitaragurha, 
proposed M & R complex of Koijhankar, Khalakana, 
M / s Utkal Alumina International Rajanpanasaguda, 
Ltd., at Doraguda. 

Oriapentha , Kenduadara , 
Birigura , Singaram , 
Bhalujori, Sirgipadar, 
Kendiripadar, Phuljuba , 
Photagada, Tulasi Chapar, 
Puhundi, Matikana , 
Mundagaon , Bilamala , 
Makapadar, Kampar, Koral, 
Dimundi,Ramibeda & Dumundi. 


P. K. DAS 
SeniorGeneral Manager 
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